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Liquid Chromatography-Mass 
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Distribution System ........ 82:7:87 
Mark W. LeChevallier, Cheryl D. 
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Disinfectants ............. 82:10:61 
F. Bernard Daniel, Lyman W. 
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Chlorine Dioxide .......... 82:4:160 
Gilbert Gordon, Bregt Slootmaekers, 
Satoshi Tachiyashiki, and Delmer W. 
Wood III 

Household Odors Associated With the 
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Flocculation: Fluid Dynamics 
and Chemistry 82:11:56 
Adrian T. Hanson and John L: 
Cleasby 


Giardia 


Evaluation of Treatinent for Removing 
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P. Lauch 


Hazardous waste 
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Comparative Subchronic Toxicity 
Studies of Three 
Disinfectants 
F. Bernard Daniei, Lyman W. 
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Hydrants 


Sherlock Holmes Meets 
Thomas M. Walski 
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Legislation/Regulation 8: 

A Simple Membrane Filter Method to 
Concentrate and Enumerate Male- 
Specific RNA Coliphages .... 82:9:52 
Mark D. Sobsey, Kellogg J. Schwab, 
and Thomas R. Handzel 

Comparison of the Zinc Sulfate and 
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The Influence of Ozonated Natural 
Organic Matter on Biodegradation 
of a Micropollutant in a 
GAC Bed 
Jan E. Dewaters and Francis A. 
DiGiano 
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Lowry, and Ramon G. Lee 


DECEMBER 1990 


Public relations 


Reducing Water Demand During 
Drought Yéars 82:5:34 
Jerome B. Gilbert, Walter J. Bishop, 
and Jack A. Weber 


Viewpoint... 82:11:24 
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